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Abstract: In this paper, we report on a singly resonant optical parametric 
oscillator (OPO) pumped by an amplified spontaneous emission (ASE) 
source. The pump focusing conditions allow non-collinear phasematching, 
which resulted in a 230 nm (190 cm" 1 ) spectral bandwidth. Calculations 
indicate that such phasematching schemes may be used to further broaden 
OPO spectral bandwidths. 
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1. Introduction 



The development of broadband, spatially bright continuous wave optical parametric oscilla- 
tors (OPOs) are of considerable interest. In particular, broadband, temporally incoherent, but 
spatially bright mid infrared sources are of interest for spectroscopy speckle free imag- 
ing 0, improvements in measurements based on Fourier transform infrared interferometers 
(FTIR) lUHl, optical coherence tomography Q, or for investigations of incoherent optical soli- 
tons EG). In the case of a train of broadband femtosecond pulses, down conversion through 
difference frequency generation in a short nonlinear optical crystal allows for the generation of 
signal and idler fields that are spectrally broad. However, the output still has a high degree of 
temporal coherence — in the sense that the output consists of a regular train of pulses, which 
maintain a slowly varying phase relationship to one another so that neighboring pulses can ex- 
hibit near-complete destructive interference when temporally overlapped — due to the comb-like 
spectrum consisting of narrowband modes. An alternative is to use continuous wave sources. 
However, in general this requires longer nonlinear crystals, which, in turn narrows the phase- 
matching bandwidth and precludes the generation of spectrally broad difference frequencies. 

Recently Das et al. (U demonstrated that, if the phasematching conditions are chosen such 
that the frequency mixing is centered around the location in the tuning curve where dX s /dX p « 
(X p , A s , and A; are the pump, signal and idler wavelengths), then a broadband pump can 
drive an OPO that has a highly coherent signal (spectrally narrow) and a broadband, temporally 
incoherent idler [8 1. The reported OPO had an idler spectral bandwidth of 75 nm (64 cm" 1 ), 
centered near 3450 nm, agreeing with their bandwidth calculations. 

The OPO demonstrated in [8] had an optical cavity with a rather large beam waist (76 jJ.m), 
which in combination with a weakly focused pump ensured that collinear interactions dom- 
inated the OPO's spectral characteristics. The combination of collinear phasematching and 
dXs/dXp ps cannot, however, be fulfilled for all spectral regions of interest. A more gen- 
eral approach is to use a high-power continuous wave pump and non-collinear phasematching 
to obtain a spectrally broad idler and a spectrally narrow signal. Here, we demonstrate the 
simplest case, where a strongly focused pump, in combination with an OPO cavity with a tight 
signal waist, allows for non-collinear phasematching processes to significantly broaden the out- 
put spectrum of the OPO, operating in the region where dX s /dX p ~ 0. We show that, with a 
similar input pump spectral bandwidth to that used in HI, we obtain an idler spectral bandwidth 
up to 230 nm(190 cm" 1 ). 

2. Experimental setup 

The OPO is pumped by a home-built amplified spontaneous emission (ASE) source that con- 
sists of a matched pair of Ytterbium-doped double clad polarization maintaining fibers, similar 
to the master-oscillator power amplifier systems that we have described elsewhere [9, 10). Us- 
ing two fibers with identical physical properties (Nufern PLMA-YDF-20/400 6.5 m length, 
20 jum core diameter) for both seeding and amplifying ensures that the seed spectrum opti- 
mally matches the amplifier spectrum. Both active fibers were pumped at 980 nm by diode 
lasers capable of emitting up to 50 W of output power. One fiber was operated at low power 
(approximately 70 mW) and its ASE output was used to seed the second, which acted as a high 
power amplifier. A 60 dB optical isolator was placed between the two to prevent feedback from 
destabilizing the ASE output. In addition, all fiber ends were angle polished to reduce feedback 
that would destabilize the ASE output of the seed or amplifier. Both were coiled tightly (radius 
~6 cm) to increase the losses for higher spatial modes and improve the spatial beam quality of 
the amplifier output (9). The polarized output of the amplifier was then passed through another 
60 dB optical isolator and focused into the OPO's nonlinear crystal using an /=150 mm focal 
length lens. The waist in the center of the crystal was calculated to have a 23 fim diameter 



(FWHM), which is poorly matched to the waist of the OPO's resonant signal that was calcu- 
lated to have a diameter of 64 /im (FWHM), but provided a large spread of wavevectors to 
maximize noncollinear interactions. 

The OPO is similar with earlier work, where it was used to generate narrowband mid-infrared 
tunable light (9). Briefly, the OPO is based on a 50 mm long periodically poled MgO doped 
lithium niobate crystal (HC Photonics) with a 0.5 x 10 mm aperture that is anti-reflection coated 
for the pump, signal, and idler waves. The crystal was mounted on a brass oven and maintained 
at a temperature of 77°C.The crystal has multiple poling periods, however, only the 30 jJ.m 
poling period was used for this work. The bow-tie ring resonator (optical length: 260 mm, 
free spectral range: 940 MHz) consisted of two curved mirrors (radius of curvature of 50 mm) 
and two flat mirrors, positioned so that the main cavity waist coincided with the center of the 
crystal and had a confocal parameter of 7.4 mm. All mirrors have a reflectivity in excess of 
99.9% between 1.45 and 1.6 ^m, and are anti -reflection coated for the pump (1-1.1 jim) and 
idler (2.7-5 jJ.m) wavelengths. The bow-tie ring configuration ensures that the pump and idler 
roundtrip losses are high enough to prevent doubly or triply resonant operation. 

The idler and depleted pump radiation were coupled out through the CaF2 output coupler. 
The pump was then separated from the idler using a dichroic mirror and the idler was col- 
limated using a /=150 mm lens for propagation to diagnostic instruments. The idler power 
was measured using a power meter (Newport power/energy meter model 841-PE with a 818P- 
030-19 thermopile sensor). The beam was imaged using a mid-infrared camera (Electrophysics 
PV320), and its spectrum measured using a grating monochromator with a resolution of 1 nm. 
The monochromator was also used as a spectrometer with the output slit replaced with the mid- 
infrared camera, which reduced the resolution to 15 nm, but allowed for online recording of the 
entire idler spectrum. The systematic change to the spectra introduced by the mismatch between 
the image plane of the monochromator and the cameras sensor was smaller than the resolution 
of the spectrometer. The idler spectrum as a function of location within the idler beam profile 
was obtained by placing a pinhole in the beam path between the OPO output and spectrometer 
input slit. To maintain a fixed propagation direction of the light into the spectrometer input, 
the location of the pinhole remained fixed and the spatial location of the beam incident to the 
pinhole was altered by translating a beam steering mirror mounted on a translation stage. 



3. Experimental results 




Fig. 1. Output spectrum of the ASE source (a). Inset of (a) is the ASE output power as a 
function of the pump diode's optical output power. Idler output power as a function of ASE 
pump power (b). 



The ASE source was capable of emitting up to 15.3 W of power of which 12.3 W was 
delivered to the OPO. Fig. [Ha) shows the spectrum of the ASE source for an output power of 
12 W. The spectrum is centered on 1048 nm, has a fullwidth half maximum (FWHM) bandwidth 
of 15.2 nm, from which we estimate, based on a rectangular spectrum, that the coherence time 
is 240 fs. The inset of Fig.[TJa) shows the optical-to-optical power conversion efficiency of the 
ASE amplifier. The slope efficiency of the ASE amplifier was found to be 33% while the peak 
efficiency was 31%, which is comparable to other fiber amplifier systems iflOl . 

Fig. [TJb) shows the measured idler output power of the OPO. We found that the OPO had a 
threshold of 1 1 W, a slope efficiency of 33% and a pump-to-idler conversion efficiency of 8.3%. 
The relatively high threshold and low maximum conversion efficiency are due to the poor mode- 
matching. The advantage of the mode-mismatch is the increased phasematching bandwidth as 
evidenced by the spectral data and beam profile presented in Fig. [2] The inset shows the idler 
beam profile, whose multi-lobed nature we will explain below. The signal spectral bandwidth 
was observed to be less than the 10 pm resolution of the optical spectrum analyzer (ANDO 
AQ6317). In addition, the spatial profile of the signal mode was qualitatively observed to be 
well collimated, round and symmetric, as expected for the low-loss signal wave oscillating on 
the fundamental spatial mode of the OPO optical cavity. 

The idler spectra shown in Fig. I2a)-(c) are from each lobe of the idler beam, as indicated 
by the arrows. The lobes appear at a fixed angle with respect to the axis of the pump beam and 
are oriented along the 0.5 mm direction (z-axis) of the crystal. The FWHM spectral bandwidth 
of the idler without any spatial filtering is 230 nm (190 cm -1 ), obtained for an output power of 
1 W (the idler beam profile was recorded at approximately 500 mW, but was found to not vary 
noticeably for idler powers greater than 300 mW). Although the spectral bandwidth of the idler 
appears to be larger than that of the pump, about 25% of the pump power lies outside of the 
FWHM bandwidth, yet still contributes to the frequency conversion process, accounting for the 
difference. 
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Fig. 2. Idler spectrum for different locations in the idler beam profile (excerpted from Me- 
dia 1). The arrows indicate which lobe of the idler beam the spectrum was obtained from. 
The spectra (a) and (b) are offset for clarity. The variation across the beam profile from a 
single-lobed (c) to double-lobed (a) spectrum is explained in the discussion of section|4] 

Media 1 illustrates the spatial dependence of the idler spectrum in the three-lobed beam. The 
movie shows the variation of the idler spectrum recorded with the camera-based spectrometer 
while the idler beam was translated across the pinhole. 



4. Discussion 



To understand the idler spectrum, we must take into consideration that the pump is strongly 
focused, while the signal is bounded by the cavity, meaning that both collinear and non-collinear 
phasematching are taken into account. In the following, the idler output spectrum is modeled, 
based on phasematching considerations, the pump input spectrum, and the pump divergence. A 
full model of the OPO is expected to be rather complex as it would have to include, e.g., the 
influence of pump depletion. Here we extend the simplified model described in ref (8 1 to show 
that the observed spectral properties can largely be addressed to phase matching non-collinear 
phasematching involving the pump divergence in addition to the pump input spectrum. We 
approximate the signal with a plane wave, propagating along the axis of the crystal. The pump 
and idler are a summation of plane waves, with each plane wave component traveling at angles, 
9 (pump) and with respect to the axis of the crystal. The phasematching condition can then 
be broken into longitudinal (subscript z) and transverse (subscript r) components 

dk r = k p sin 9 — k, sin (1) 

dk z = k p cos 9 — k s — k\ cos — 1 /A (2) 

where k PA j are the pump, signal, and idler wavevectors and A is the crystal poling period. 

The divergence half angle of the pump, which closely approximated a Gaussian, was meas- 
ured to be 50 mrad, which reduces to 8 mrad inside the PPLN crystal, providing the range of 
values over which 9 varies. For a given pump wavelength and plane wave component, equa- 
tions Q] and |2] determine the idler plane wave component and angle, (j) that minimizes the total 
phase-mismatch, Ak = \J dk\ + dk 2 . 

By considering the intensity as a function of radius at the pump input focusing lens, and 
calculating the propagation angles using a ray-optics approximation, the intensity of each plane 
wave component of the pump mode, as a function of 9, is given by 

/ p (fl,fl>) =/ ((Op)exp( ~ /2 ^ 11 ° ) (3) 

where Io{(O p ) is the ASE emission intensity at frequency (0. f is the focal length of the pump 
focusing lens and r\ is the lie 2 radius of the pump beam at the focusing lens. The OPO gain as 
a function of the divergences and pump frequency is given by: 



sin(^\ 2 

g (e,t,k p ) = [i p (6,(D)—^ [ 2 -) (4) 
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The total gain spectrum as a function of the pump input spectrum is then obtained by inte- 
grating over 9. 

rQ — Qinax 

g(co p ,<i>)=i (co p ) g(e,p,k p )de (5) 

where 9 max is the maximum half-angle divergence of the pump. Note, however, that 9 and 
are not independent of each other, as indicated by equationsQ]and[2] Effectively, one must input 
9 into equations [T]and H] and obtain a value for (j) that minimizes Ak. 

Fig. |3a) shows the ideal phasematching spectrum of the OPO as a function of (j) and idler 
wavelength (i.e., the pump is assumed to have a rectangular emission spectrum and a uniform 
intensity contribution to over the range <p=0 to (j) = mflA ). One can see that the ideal phase- 
matching bandwidth is very broad, extending from 3270 to 3650 nm. Once the Gaussian spatial 
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Fig. 3. Calculated OPO idler spectra as a function of idler wavelength and emission angle, 
(a) is the wavelength range for which phasematching is possible, taking into account the 
pump divergence. Subfigure (b) shows a reduced gain region when the pump spectrum from 
Fig-Sis taken into account in via equation[5] 



intensity distribution of the pump mode and the pump spectrum (Fig. [TJ a )) are taken into ac- 
count, the OPO gain bandwidth is reduced to between 120 and 150 nm, as shown in Fig.[3jb). 
It can also be seen that the idler spectrum is asymmetric, which is due to the asymmetry of the 
pump spectrum. 

The calculations, however, do not explain the idler beam profile's asymmetry. There are sev- 
eral possible sources of asymmetry, such as, incomplete periodic poling, a temperature gradient 
across the crystal, a tilt of the crystal with respect to the optical axis, or a spatial variation in 
the pump spectrum. But, while these could be ruled out, we note that the divergence angles 
of the idler are large enough that the idler can be expected to reflect off the sides of the crys- 
tal. The calculated idler beam diameter (FWHM) at the exit of the PPLN crystal is 0.8 mm. 
The distance from the idler waist to where it has FWHM equaling the width of the PPLN 
crystal width is 16 mm. In our experimental setup, some of the idler would be incident on a 
PPLN/glass interface, while some would be incident on a PPLN/rough brass interface. It is 
likely that the PPLN/brass interface has additional scattering losses. These losses are not ex- 
pected to be strongly wavelength dependent, but provide a loss mechanism that depends on the 
divergence angle of the idler. Since the idler spectrum depends on the divergence, the losses 
at the interface introduce some spectral selectivity. The scattering losses deplete the part of the 
idler that has the largest negative emission angle (in the coordinates of Fig. [3]), introducing an 
asymmetry into the idler beam profile. 

The gain spectrum, when it is restricted to just one branch, agrees quite well with the ex- 
perimentally observed idler spectrum, as can be seen in Fig. @] although the calculated idler 
spectrum is slightly broader. The calculated spectra in Fig. 0] are generated by summing the all 
the gain contributions for idler waves propagating at a particular angle. The idler angles in Fig. [4] 
correspond to 16.3 mrad, 11.1 mrad, and -13.7 mrad for subfigures (a), (b), and (c) respectively. 
The idler spectrum as a function of divergence angle is shown in more detail in Media 2. The 
differences in relative intensity is most likely due to changes in the experimental alignment as 
the beam was scanned across the pinhole. The difference between the calculated and observed 
spectra is believed to be due to fact that the model only takes into account phasematching con- 
siderations, pump divergence and the pump spectrum. It does not include the effects of spatial 
mode overlap, fast dynamic effects as described in refs. Q and 0, or pump depletion, which 
will also modify the spectrum. 
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Fig. 4. Subfigures (a)-(c) are calculated (dotted lines) and measured (solid lines) OPO idler 
spectra for different positions in the beam, (a), (b), and (c) correspond to the same locations 
as marked in Fig. [2] 

5. Conclusion 

In conclusion, we have demonstrated a continuous wave OPO with, to our knowledge, the 
broadest output idler spectrum to date. A bandwidth of 230 nm (190 cm" 1 ) was achieved 
through choosing wavelengths and poling periods and focusing conditions to obtain a broad 
collinear and non-collinearphasematching. Our calculations indicate that with the right pump- 
ing conditions, an idler spectral bandwidth of up to 400 nm may be obtained with an ASE 
source that has a flatter emission spectrum. Furthermore, the non-collinear phasematching ap- 
proach may be suited to provide broadened spectra in other idler wavelength ranges, where 
broadening in a collinear geometry is not possible, i.e., where dX s /dX p « is not fulfilled 
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